Renewable  and  Sustainable  Energy  Reviews  18  (2013)  647 


ELSEVIER 


Contents  lists  available  at  SciVerse  ScienceDirect 

Renewable  and  Sustainable  Energy  Reviews 

journal  homepage:  www.elsevier.com/locate/rser 


Corrigendum 

Corrigendum  to  “A  review  of  energy  efficiency  potentials  in  tropical 
buildings — Perspective  of  enclosed  common  areas” 

[Renew.  Sust.  Energ.  Rev.  15/9  (2011)  4548-4553] 

Qi  Jie  Kwong* *  Yusoff  Ali 

Department  of  Mechanical  and  Materials  Engineering,  Faculty  of  Engineering  and  Built  Environment,  Universiti  Kebangsaan  Malaysia,  43600  UKM  Bangi,  Selangor,  Malaysia 


The  authors  regret  to  inform  that  the  affiliation  of  the  corresponding  author  should  be  Department  of  Mechanical  and  Manufacturing 
Engineering,  Faculty  of  Engineering,  Universiti  Putra  Malaysia,  43400  UPM  Serdang,  Selangor  Darul  Ehsan,  Malaysia. 

The  authors  would  like  to  apologise  for  any  inconvenience  caused. 
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